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Eft 6-607? 

(8ef 00/ f 1-4397) 


3 FEB 1955 


MEMORANDUM FOft* DEPOT! DIRECTOR /PLANS 

SUBJECT i Report of Inspection - Mnstern 

Heal sphere Division (WHO) 


1. Reference is aede to the aeaorsndna froa the 
Chief, Inspection end Review, dated 12 Jeaaary 1935, 
sabjeet as above, 

2, It is requested that job famish the Director 
act later than 14 February 1955 a report of action 
taken to iapleaeat the reeoaaeiidatloBS contained in 
referenced aeaerandua, or eoaaents on those reeoaaenda- 
tions in which yoa do set concur. 


C. P, CABELL 
Lieateaaat General, USAF 
Deputy Director 


0 /DC 1:1 
Distribution: 
Orig & 1 
1 
1 
1 
1 
1 


(3 Feb 55) 


Addressee 
DBCI Chjono , 

Exec, Reg, */ 

for DCI w/basic 
Chrono 


- SOSPENSE 14 Feb 55 


: \ j 
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